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[Abstract:] Asks if a $4 gold piece was ever coined & what year. 

Jones & Laughlins, Limited. 

American Iron and Steel Works, 

Pittsburgh, 

June 15, 1894 

U.S.Mint. 

Philadelphia, Pa. 


Sirs: - 


Did you ever coin a four dollar gold coin? If so what years and were they in circulation? I 
have a friend that has one and there is question as to its being genuine and information in regard 
to same will be appreciated by 

F.H. Phillips 
Pittsburg, Pa. 

c/o Jones & Laughlins, Ltd. 

So. Sides. 



